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Public  Health  Offices, 

Town  Hall,  Braintree. 
August,  1965 


Mr.  Chairman,  Ladies  and  Gentlemen, 

Once  again  I have  pleasure  in  presenting  for  your  informa- 
tion my  annual  report  on  the  health,  vital  statistics  and  sanitary 
circumstances  of  the  Braintree  and  Bocking  Urban  District.  The 
report  follows  the  usual  pattern  as  laid  down  by  the  Ministry  of 
Health  and  includes  information  about  the  work  done  at  the 
various  Essex  County  Council  Clinics.  For  this  I am  indebted  to 
Dr.  Miller  Wood. 

Vital  Statistics 

The  Braintree  population  has  been  steadily  rising  for  the  past 
10  years  and  more,  this  year’s  increase  is  the  modest  one  of  90. 

The  birth  rate  at  20.1  is  up  and  the  death  rate  at  9.3  is  down 
on  last  year’s  figures.  Both  compare  favourably  with  the  national 
average. 

There  were  9 infant  deaths  compared  with  6 in  1963.  Of 
these  3 died  from  some  congenital  abnormality  and  1 from 
prematurity.  The  other  causes  of  death  were  Bronchopneumonia 
2,  Asphyxia  1,  Adrenal  failure  1 and  acute  Gastro-enteritis  1. 

A study  of  the  table  of  Deaths  from  All  Causes  shows  that 
there  were  39  deaths  from  malignant  disease  including  12  from 
cancer  of  the  lung  or  bronchus  and  139,  by  far  the  largest  group, 
from  disease  of  the  heart  or  blood  vessels. 

Notifiable  Infectious  Disease 

1964  was  a slack  year  for  infectious  diseases,  only  67  were 
notified.  These  included  18  cases  of  whooping  cough,  17  of 
measles  and  17  of  scarlet  fever.  Fortunately  scarlet  fever  is  still 
a mold  illness.  There  were  no  reports  of  dysentery  or  poliomyelitis. 

For  your  interest  I have  included  a 5-year  table  covering  the  ! 
incidence  of  notifiable  infectious  disease  from  1960-1964.  You 
will  note  how  the  totals  are  dominated  by  Measles. 

Enviromental  Hygiene 

As  usual  your  Chief  Public  Health  Inspector  has  dealt  fully 
with  this  side  of  the  work  in  the  latter  part  of  this  report. 

Water 

I had  hoped  to  be  able  to  congratulate  my  colleague  your 
Surveyor  on  the  completion  of  the  C(^ham  water  scheme  during 
1964  but  difficulties  with  the  pumps  and  the  softening  process 
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have  held  things  up.  I feel  confident  that  the  scheme  will  be  com- 
pleted during  1965.  Throughout  1964  the  water  supply  was 
always  adequate  and  pure. 

Sewage  and  Housing 

Rather  fewer  houses  were  completed  in  1964  than  in  1963, 
40  by  the  Council  and  61  by  private  enterprise  compared  with  66 
and  97. 

Private  building  was  restricted  by  the  inadequacy  of  the 
Booking  Sewage  Works  and  this  will  be  remedied  when  the  ex- 
tensions to  Booking  Sewage  Works  are  completed  next  year. 

Recommendations  to  the  Housing  Committee  were  made  on 
behalf  of  70  housing  applicants  for  priority  housing  on  medical 
grounds. 

Clean  Air 

Although  the  proposed  smoke  control  area  has  been  shelved, 
it  may  be  necessary  to  reconsider  it  at  a later  date. 

It  is  true  that  at  present  Braintree  has  no  great  smoke 
problem  but  with  increased  development  such  a problem  might 
arise  and!  prevention  is  better  and  cheaper  than  cure. 

On  the  other  hand  it  may  be  that  the  increasing  use  of 
central  heating  will  solve  the  problem.  I understand  that  the  Coun- 
cil will  'be  putting  central  heating  into  their  new  old  people’s  flats 
and  I hope  that  this  will  soon  be  standard  practice  in  all  new  coun- 
cil houses. 

National  Assistance  Act,  1948.  Section  47. 

A number  of  old  people  were  visited  but  it  was  not  neces- 
sary to  invoke  the  provision  of  this  Act. 

It  is  with  pleasure  that  I thank  the  Chairman  and  mem- 
bers of  the  Public  Health  Committee  for  their  interest  and  support. 
My  thanks  go  too  to  Mr.  Bayley  and  his  staff  and  indeed  to  all 
officers  of  the  Council  for  their  willing  help  and  co-operation. 

I am. 

Yours  faithfully, 

C.  R.  C.  RATNSFORD. 

Medical  officer  of  Health. 
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Public  Health  Offices, 

Town  Hall,  Braintree. 

July,  1965 

To  The  Chairman  and  Members  of  the  Braintree  and 
Booking  Urban  District  Council 
Mr.  Chairman,  Ladies  and  Gentlemen, 

I have  pleasure  in  submitting  my  report  on  the  work  of 
the  'Public  Health  Inspectors  for  the  year  1964. 

New  legislation  had  a greater  than  normal  impact  on  the 
work  of  the  department  and  it  was  found  necessary  to  increase 
the  staff  of  inspectors  by  two.  The  Meat  Inspection  Regulations 
which  came  into  operation  in  October,  1963  whilst  not  increasing 
the  number  of  inspections  to  be  carried  out,  did  by  their  nature 
increase  the  amount  of  time  to  be  devoted  to  this  ta^.  Authorities 
such  as  ours  having  a number  of  slaughter-houses  and  a high 
throughput  of  animals  in  relation  to  the  population  found  the 
regulations!  particularly  burdensome.  Financially,  the  position  was 
relieved  by  the  introduction  of  a clause  allowing  local  authorities 
to  make  a charge  within  certain  limits  for  this  service. 

The  Offices,  Shops  and  Railway  Premises  Act,  1963,  which, 
except  for  matters  relating  to  registration,  came  into  operation  on 
the  1st  August,  1964  placed  additional  work  on  the  department. 
This  Act,  like  the  Offices!  Act,  1960  is  a direct  result  of  the  report 
of  the  Gowers  Committee  set  up  some  years  ago  to  inquire  into 
and  make  recommendations  relating  to  the  health,  safety  and  wel- 
fare of  persons  employed  at  places  other  than  factories.  The  I960 
Act  was  never  implemented.  Much  of  the  work  invoh'ed  in  the 
administration  of  the  1963  Act  is  similar  to  that  traditionally  per- 
formed by  the  health  department  in  other  fields,  but  those  parts 
relating  to  safety  measures  in  connection  with  dangerous  machinery 
are  new. 

During  the  year  under  review  seventeen  houses  were  dealt 
with  as  being  totally  unfit  and  sixteen  houses  found  to  be  unfit'  in 
varying  degrees  were  made  fit. 

The  number  of  improvement  grants  made  were  again  en- 
couraging and  if  the  rate  over  the  past  three  years  is  maintained 
there  will  be  no  need  for  extensive  use  of  the  compulsory  powers 
introduced  by  the  Housing  Act,  1964. 

After  much  consideration  and  some  correspondence  with 
the!  Ministry  it  was  decided  not  fo  proceed  with  the  formation  of 
a smoke  control  area  in  the  Church  Lane  district  as  there  is  no 
evidence  of  a marked  degree  of  atmospheric  pollution. 

In  conclusion  I wish  to  thank  Members  for  their  continual 
interest  and  support,  to  acknowledge  the  co-operation  of  fellow 
officers  and  to  place  on  record  my  appreciation  of  the  work  of  my 
staff,  particularly  their  cheerful  approach  to  week-end  duties. 

r am. 

Yours  faithfully, 

S.  F.  BAYLEY, 

Chief  Public  Health  Inspector. 
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ST  ATISTICS  AND  SOCIAL  CONDITIONS  OF  THE  AREA 


Area  in  Acres  6,811 

Population  (Registrar  General’s  estimate) 21,060 

Number  of  inhabited  houses  according  to  rate  bonks 6,951 

Rateable  value  £953,042 

Sum  represented  by  a penny  rate  £3,912 


VITAL  STATISTICS 


LIVE  BIRTHS : 


Total  Male  Female 
Legitimate  404  215  189 

Illegitimate  24  16  8 

Total  live  births — 428, 


Birth  rate  per  1,(X)0  estimated  population  

Illegitimate  live  Births  per  cent,  of  total  live  Birtihs  ... 
Birth  rate  corrected  by  comparability  figure  of  0.99  ... 
Birth  rate  for  England  and  iWales  per  1,000  population 


20.3 
5.6 

20.1 

18.4 


STILL^BlRTHSr 


Total  Male  Female 
Legitimate  7 16 

Illegitimate  1 1 — 

Rate  per  1,000  total  live  and  still-births  

Rate  per  1,000  total  births  England  and  Wales 
Total  live  and  still-births — 436 


18.3 

16.3 


INFANT  DEATHS: 

Deaths  of  infants  under  1 year — 

Total  Male  Female 
Legitimate  8 3 5 

Illegitimate  1 — 1 

Total  infant  deaths — 9 

Total  infant  deaths  per  1,000  total  live  births 21.0 

Legitimate  infant  deaths  per  1,000  legitimate  live  births  19.8 

Illegitimate  infant  deaths  per  1,000  illegitimate  live  births  41.7 

Neo-natal  mortality  rate  (deaths  under  4 weeks  per  1,000  total  live 

ibirths)  7.0 

Perinatal  Mortality  Rate  (stillbirths  and  deaths  under  1 week 

combined  per  1,0(X)  total  live  and  still  births)  25.2 

Infantile  mortality  for  England  and  Wales  per  1,000  live  births  ...  20.0 


MATERNAL  MORTALITY  (including  abortion) 

Number  of  deaths  

Rate  per.  1,(X)0  total  live  and  still  births  

DEATHS: 

Total  Male  Female 
252  117  135 

Death  rate  per  1 ,000  estimated  po'pulation  

Death  rate  corrected  By  comparability  figure  of  0.78  ... 
Deaith  rate  per  1,(XX)  population  England  and  Wales  ... 


Nil 

Nil 


12.0 

9.3 

11.3 
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DEATHS  FROM  ALL  CAUSES,  1964 


The  table  below  was  compiled  from  figures  sullied  by  the  Registrar 
General  and  the  classification  is  given  under  the  thirty-six  headings  based 
on  the  Abbreviated  List  of  the  International  Statistical  Classification  of 


Diseases,  Injuries  and  Causes  of  Death,  1948. 

Male 

Female 

1. 

Tuberculosis,  respiratory 

• • • 

— 

1 

2. 

Tuberculosis,  other  

• • • 

— 

— 

3. 

Syphilitic  disease 

• • • 

1 

— 

4. 

Diphtheria 

• •• 

— 

— 

5. 

Whooping  Cough 

— 

— 

6. 

Meningococcal  infections 

— 

— 

7. 

Acute  poliomyelitis 

— 

— 

8. 

Measles 

• • • 

— 

— 

9. 

Other  infective  and  parasitic  diseases  ... 

• « • 

— 

— 

10. 

Malignant  neoplasm,  stomach 

2 

3 

11. 

Malignant  neoplasm,  lurtg,  bronchus  ... 

t • • 

12 

— 

12. 

Malignant  neoplasm,  breast  

• •• 

— 

4 

13. 

Malignant  neoplasm,  uterus 

— 

— 

14. 

Other  malignant  and  lymphatic  neoplasms 

. . * 

9 

9 

15. 

Leukaemia,  aleukaemia 

• • • 

— 

— 

16. 

Diabetes 

• t • 

1 

— 

17. 

Vascular  lesions  of  nervous  system 

. . * 

14 

32 

18. 

Coronary  disease,  angina 

• • • 

38 

26 

19. 

Hypertension  with  heart  disease 

• •• 

1 

— 

20. 

Other  heart  disease  

10 

12 

21. 

Other  circulatory  disease 

4 

4 

22. 

Influenza 

• • • 

— 

— 

23. 

Pneumonia 

... 

3 

18 

24. 

Bronchitis 

• •• 

9 

4 

25. 

Other  diseases  of  respiratory  system 

... 

1 

3 

26. 

Ulcer  of  stomach  and  duodenum 

1 

— 

27. 

Gastritis,  enteritis  and  diarrhoea 

. . 

— 

2 

28. 

Jlephritis  and  nephrosis 

— 

— 

29. 

Hyperplasia  of  prostate 

... 

— 

— 

30. 

Pregnancy,  childbirth,  abortion 

— 

— 

31. 

Congenital  malformations 

... 

1 

2 

32. 

Other  defined  and  ill-defined  diseases  ... 

6 

14 

33. 

Motor  vehicle  accidents 

1 

— 

34. 

All  other  accidents 

2 

1 

35. 

Suicide 

1 

— 

36. 

Homicide  and  operations  of  war 

All 

Causes  117 

135 
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GENERAL  PROVISIONS  OF  PUBLIC  HEALTH  SERVICES 


(a)  Under  the  control  of  the  Essex  County  Council:  — 


(i)  Braintree — Essex  Coimty  Health  Services  Clinic,  Coggeshall  Road: — 


Speech  Therapy 

Every  Monday 

By  Appt. 

Attendances 

215 

(No  Speech  Therapist 
until  22nd  Aug.,  1964) 
Child  Welfare 

Every  Tuesday 

2 p.m. 

2,382 

Ante-Natal  and 

Women’s  Welfare 

Every  Wednesday 

10  a.m. 

351 

School  Clinic 

Every  Tuesday 

(By  Appt.) 
10  a.m. 

440 

Poliomyelitis  Vaccination  Every  Friday 

(By  Appt.) 

Dental 

Monday,  Wednesday 
and  Friday 

10  a.m. 

2,357 

Diphtheria,  Whooping 
Cough  and 

Tetaivus  Immunisation 

1st  Friday 

3 p.m. 

Bockins — Village  Hall. 
Child  Welfare 

4th  Thursday 

2 p.m. 

149 

'ii)  Honne  Help  Service:  — 

This  useful  service  is  administered  from  the  Area  Healtih  Office, 
75,  Springfield  Road,  Chelmsford. 


(iii)  Ambulance  Service:  — 

The  ambulance  station  is  situated  in  Cressing  Road.  Braintree.  A 
full  24  hour  cover  is  iprovided. 


(iv)  Laboratory  Services:  — 

The  Essex  County  Council  provide  a laboratory  service  which 
includes  the  bacteriological  and  chemical  analysis  of  water 
samples,  the  chemical  analysis  of  sewage  efifluents,  the 
bacteriological  examination  of  ice  cream,  and  the  examination  of 
other  foods  for  pathogenic  organisms.  These  examinations  are 
carried  out  by  either  the  Counties  Public  Health  Laboratories, 
Grays  Inn  Road,  London,  W.C.I.,  or  the  Public  Health  Laboratory, 
Chelmsford  and  Essex  Hospital,  New  London  Road,  Chelmsford. 

fb)  Under  the  control  of  the  North-East  Metropolitan  Regional 
Hospital  Board:  — 


fi)  Chest  Clinics:  — 


These  are  held  twice  iwcekly  at  St.  Michaer.s  Hospital,  Braintree. 
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TABLE  A 

PREVALENCE  OF  AND  CONTROL  OVER  INFECTIOUS  DISEASE 


Diseases 

Total  Notified 

Admitted  to 
Hospital 

Total  Eleaths 

Diphtheria 

— 

— 

— 

Dysentery 

— 

— 

— 

Encephalitis 

— 

— 

— 

Enteric  Fever 

— 

— 

— 

Erysipelas 

— 

— 

— 

Food  Poisoning 

1 

— 

— 

Infective  Hepatitis 

— 

— 

— 

Measles 

17 

— 

— 

Meningococcal  Infection 

— 

— 

— 

Ophthalmia  Neonatorum 

— 

— 

— 

Paralytic  Poliomyelitis  .. 

— 

— 

— 

Non-paralytic 

Poliomyelitis 

— 

— 

— 

Pneumonia 

— 

— 

— 

Puerperal  Pyrexia 

— 

— 

— 

Scarlet  Fever 

17 

— 

— 

Tuberculosis,  pulmonary 

14 

4 

1 

Tuberculosis, 

Non-pulmonary 

— 

-- 

Whooping  Cough 

18 

— 

— 

Totals  ... 

67 

^ i 

1 
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TABLE  B 


Diseases 

1960 

1961 

1962 

1963 

1964 

Diipihtheria  

— 

— 

— 

— 

— 

Dysentery 

— 

— 

— 

— 

— 

Encephalitis  

— 

— 

— 

— 

— 

Enteric  Fever 

— 

— 

— 

— 

— 

Erysipelas  

— 

— 

— 

— 

— 

Food  Poisoning 

— 

1 

— 

— 

1 

Infective  Hepatitis 

— 

— 

— 

— 

— 

Malaria  

— 

2 

— 

— 

— 

Measles  

6 

298 

133 

190 

17 

Meningococcal  Infection 

— 

— 

— 

— 

— 

Ophthalmia  Neonatorum 

— 

— 

— 

— 

— 

Paralytic  Poliomyelitis 

— 

— 

— 

— 

— 

Non-paralytic 

Poliomyelitis 

1 

— 

— 

— 

— 

Pneumonia  

— 

— 

— 

— 

— 

Puerperal  Pyrexia 

— 

— 

1 

— 

— 

Scarlet  Fever  

7 

9 

8 

7 

17 

Tuberculosis,  pulmonary 

13 

11 

9 

6 

14 

Tuberculosis, 

Non-pulmonary 

1 

1 

— 

— 

— 

Whooping  Cough 

1 

16 

— 

1 

18 

Totals 

29 

338 

151 

204 

67 

INFECTIOUS  DISEASES  NOTIFIED  MONTH  BY  MONTH 
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TUBERCULOSIS 


New  Cases 

IDeatlis 

Pulmonary 

Noo- 

Pulmonary 

Pulmonary 

Non- 

Pulmonary 

M F 

M F 

M F 

M F 

Under  1 
1 
2 

3 

4 

5 - 9 
10  - 14 


15  - 19  — 1 _____  _ 

20  - 34  2 2 — — — — — — 

35  - 44  — 2 — — — — — — 

45  -64  6 — — — — 1 — — 

65  & over  — 1 — — — — — — 


Totals  8 6 — — — 1 


Of  these  9 were  cases  re-notified  on  taking  up  residence  in  the  District 
during  1964. 


VACCINATION  & IMMUNISATION 


By  General  iBy  County 


Primary  Courses 

Practitioners 

Staff 

Totals 

Diphtheria,  Pertussis  & Tetanus 

...  222 

26 

248 

Diphtheria  & Tetanus  

1 

37 

38 

Diphtheria  

— 

— 

— 

Pertussis  

— 

— 

— 

Tetanus  

9 

203 

212 

Poliomyelitis  

...  164 

81 

245 

Smallpox  

...  88 

— 

88 

Re-Inforcino  EXjses 

Diphtheria,  Pertussis  & Tetanus 

...  45 

— 

45 

Diphtheria  & Tetanus  

...  56 

194 

250 

Diphtheria  

...  10 

5 

15 

Pertussis  

1 

— 

1 

Tetanus  

2 

1 

3 

Poliomyelitis  

...  92 

150 

242 

Smallpox  

...  63 

— 

63 

12 


SANITARY  CIRCUMSTANCES  OF  THE  AREA 


WATER 


During  1964  well  over  half  of  the  amount  uf  water  extracted  was 
obtained  from  the  Codham  borehole  and  most  of  the  remainder  from  the 
Notiey  Road  borehole.  Indeed  for  a considerable  part  of  the  year  these 
wer;  the  only  sources  of  water  distributedi  and  it  is  intended  that  they 
shoild  continue  so. 

All  water  was  chlor’nated  before  passing  into  the  mains  and  none  is 
liahe  to  have  a plumbo-solvent  action. 

I am  informed  by  the  Surv^eyor  that  the  work  on  the  Codham  scheme 
is  rearing  completion. 

The  water  is  not  yet  being  softened  as  the  sludge  pumps  are  among  the 
las  items  on  the  contract.  A considerable  set-back  was  experienced  due 
to  the  break-down  of  the  main  pumps  and  the  manufacturers  are  being 
coisulted. 

In  spite  of  a dry'  spring  and  summer  the  amount  of  water  distributed 
reumed  a normal  level  and  was  adequate  for  the  needs  of  the  district. 
V;ry  few  complaints  were  received  regarding  the  quality  of  water  although, 
at  times,  the  amount  of  residual  chlorine  was  high  enough  to  be  tasted.  As 
car  bo  seen  from'  the  following  reports  the  quality  of  water  is  quite 
saisfactory. 

The  number  of  samples  submitted  during  the  year  for  bacteriological 
e.'amination  was  as  follows:  — 


Notley  Road  Waterworks 
Codham  Borehole 
Booking  Waterworks  ... 

High  Garrett  

Mixed  Water  

Reservoir  


Raw 

(Wlater  in 

Total 

Water 

Supply 

3 

1 

4 

3 

2 

s 

1 

1 

2 

1 

— 

1 

— 

1 

1 

9 

— 

9 

All  samples  from  pubi  c supplies  were  reported  upon  as  being  satis- 
factory. 'Before  the  reservoir  was  put  into  use  a sample  showed  Bact. 
Coli.  in  considerable  num'bers.  Check  samples  were  taken  and  the  water 
mixed  with  fresh  water  and  further  chlorinated.  Further  samples  were  then 
found  to  be  satisfactory,  and  the  water  put  in  supply. 


Sample  from  Braintree  Waterworks:  6.5.64 

CHEMICAL  RESULTS  IN  PARTS  PER  MILLION 


Appearance : Clear  and  bright 

Turbidity  

Nil 

Colour  

Nil 

Odour  

Nil 

pH  

8.0 

Free  Carbon  Dioxide 

5 

Electric  Conductivity 

...  1750 

Dissolved  Solids  dried  at 

Chlorine  present  as  Chloride  430 

iso-c  

1170 

Alkalinity  as  Calcium 

Carbonate  

290 

Carbonate 

125 

Hardiness:  Total 

125  j 

Non-carbonate  

0 

Nitrate  Nitrogen  ... 

0.0 

Oxygen  Absorbed 

0.10 

Anunoniacal  Nitrogen 

...  0.72 

Nitrite  Nitrogen  

absent 

Albuminoid  Nitrogen 

...  0.033 

Residual  Chlorine 

* 

Metals:  Iron 

...  0.07 

Lead,  Zinc,  Copper 

...  absent 
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This  sample  is  clear  and  bright  in  appearance,  has  a reaction  or  the 
alkaline  side  of  neutrality  and  is  free  from  metals  apart  from  a mnute 
trace  of  iron.  The  hardness  of  the  water  is  very  moderate  and  its  somevhat 
high  content  of  mineral  and  saline  constitutents  is  not  conshered 
excessive.  The  presence  of  Ammoniacal  Nitrogen  is  typical  of  many  deep 
boreholes  and  the  organ’o  quality  of  the  water  is  of  a high  standart.  It 
is  also  of  very  satisfactory  bacterial  purity. 

These  results  are  indicative  of  a pure  and  wholesome  water  sutable 
for  diiinking  and  domestic  uses. 

Sample  from  Bockinig  Waterworks : 9.6.64. 

CHEMICAL  RESULTS  IN  PARTS  PER  MILUON 


Appearance:  Slight  opalescence  Turbidity  8 


with  a light  grey  deposit. 

Mi- 

Odour  

Nil 

croscopical  examination : -Mainly 

Free  Carbon  Dioxide 

28 

Mineral  matter,  silieceous 

and 

Dissolved  Solids  dried  at 

ferruginous. 

180°C  

...  590 

Colour  

Nil 

Alkalinity  as  Calcium 

pH  

7.3 

Carbonate 

...  105 

Electric  Conductivity 

890 

Chlorine  present  as  Chloride 

108 

Hardness:  Total  

175  { 

Carbonate  

Non-carbonate 

75 

0 

Nitrate  Nitrogen  

0.7 

Nitrite  Nitrogen  less  than 

...  001 

Ammoniacal  Nitrogen 

0.04 

Oxygen  Absorbed  ... 

...  CIO 

Albuminoid  Nitrogen 

0.01 

Residual  Chlorine  ... 

• • • . . » 

Iron 

0.45 

Zinc,  Copper,  Lead 

..  Afesnt 

This  sample  shows  opalescence  andl  deposit  causing  appreciable  turbidty 
due  to  the  presence  of  an  appreciable  and  therefore  obj^tionable  trace  jf 
iron. 


Thel  water  is  neutral  in  reaction,  is  moderately  hard  in  character  aid 
it  contains  noi  excess  of  m'neral  constituents.  It  is  of  very  satisfactoy 
organic  and  bacterial  purity. 

Subject  to  the  removal  of  iron  the  results  are  indicative  of  a pure  ail 
wholesome  water  suitable  for  public  supply  purposes. 


Sample  from  Codham  borehole:  14.4.64. 
CHEMICAL  RESULTS  IN  PARTS  PER  MILLION 


Appearance:  Faint  opalescence 

Turbidity 

less  than  1 

with  a few  particles. 

Odour  Slightly  Hydrogen-SuJphidt 

Colour  

Nil 

Free  Carbon  Dioxide 

28 

pH  

7.3 

Dissolved  Solids  dried 

at  \ 

Electric  Conductivity 

910 

180‘’C  

630 

Chlorine  present  as  Chloride 

116 

Alkalinity  as  Calcium 

Carbonate 

290 

Carbonate  

290 

Hardness:  Total  

365  1 

Non -Carbonate 

75 

Nitrate  Nitrogen  

0.0 

Nitrite  Nitrogen 

...  absent 

Ammoniacal  Nitrogen 

0.30 

Oxygen  Absorbed 

...  0.050 

Albuminoid  Nitrogen 

0.000 

Residual  Chlorine 

...  . • • 

Metals:  Iron  

0.35 

Zinc.  Copper,  Lead 

...  absent 

This  sample  is  practically  clear  and  bright  in  appearance,  nentral  in 
reaction  and  free  front  metals  apart  from  a trace  of  iron.  The  water  is 
very  hard  in  character  but  its  content  of  mineral  and  saline  constituents 
is  not  considered  eotcessive.  It  is  of  a high  standard  of  organic  quality  and 
ibacterial  purity. 

These  results  are  indicative  of  a pure  and  wholesome  water.  For 
public  supply  purposes  reduction  in  its  contents  of  iron  is  however  con- 
sidered) very  desirable  for  the  avoidance  of  complaints. 
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Sample  from.  Borehole,  Hiigh  Garrett:  9.6.64 

CHEMICAL  RESULTS  IN  PARTS  PER  MILLION 


Appearance:  Faint  opalescence 

with  very  few  particles.  Very 
slight  d^osition  of  iron  hy- 


droxide on  standing. 

Colour  Nil 

pH  7.4 

Electric  Conductivity  ...  960 

Chlorine  present  as  Chloride  164 

Hardness  205  | 

Nitrate  Nitrogen  0.0 

AmnKjniacal  Nitrogen  ...  0.60 

Albuminoid  Nitrogen  ...  0.00 

Metals:  Iron  0.24 


Tunbidity  Less 

than  3 

Odour  

Nil 

Free  Carbon  Dioxide 

20 

Dissolved  Solids  dried'  at 

180°C  

640 

Alkalinity  as  Calcuim 

Carbonate 

265 

Carbonate  

205 

Non-carbonate  

0 

Nitrite  Nitrogen 

absent 

Oxygen  Absoiibed  

0.00 

Residual  Chlorine 

... 

Zinc,  Copper,  Lead 

a'bsent 

This  sample  sihows  slight  opalesence  and  deposit  due  to  the  presence 
of  a trace  of  iron  which  tends  to  be  appreciable  and  therefore  objectionable. 
The  water  is  just  ort  the  alkaline  side  of  neutrality,  hardi  in  character  but 
not  unduly  so,  and  it  contains  no  excess  of  mineral  constituents.  It  is 
of  very  satisfactory  organic  and  bacterial  purity. 

Apart  from  the  objection  that  the  trace  of  iron  tends  to  be 
appreciable  and  removal  so  being  desirable,  the  results  are  indicative  of 
a pure  and  wholesome  water  suitable  for  public  supply  purposes. 


WATER  CONSUMPTION  IN  THE  DISTRICT 

The  amount  of  water  pumped  during  1964:  — 

Notley  Road  Waterworks 
Booking  Waterworks 
Codham  Borehole 
Borehole.  High  Garrett 


108,885,600 

21.570.000 

197,383,000 

1,222,800 


Total  329,061,400 


I am  indebted  to  the  Council’s  Surveyor  and  Water  Engineer  for 
the  above  figures. 

Based  on  the  total  population  of  21,060  and  allowing  for  123  persons 
occupying  41  houses  wiho  do  not  obtain  a supply  from  the  public  mains 
these  figures  represent  an  overall  consumption  olf  42.9  gallons  per  head 
per  day.  The  amount  of  water  suppliedl  through  meters  for  trade  and) 
agricultural  purposes  was  71,299,910  gallons  wlhich  is  equivalent  to  9.3 
gallons  per  head  per  day  leaiving  a net  consumption  per  head  per  day  of 
33.6  gallons  for  domestic  puiposes. 

The  total  amount  of  water  distributed  was  6%  less  than  in  1963 
resuming  a more  normal  figure  after  the  unusually  higb  l^el  of  that  year. 
The  supply  was  adequate  for  the  present  needs  of  tihe  district. 

It  is  estimated  that  20,937  persons  who  occupy  6,910  houses  are 
served  by  public  mains.  Of  these,  12  houses  with  an  estimated  population 
of  36  are  served  by  7 standpipes  situated  in  tihe  open. 

There  ard  41  houses  with  private  supplies,  34  of  which  are  piped 

inside. 
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DRAINAGE  AND  SEWERAGE 


The  final  part  of  tihe  improvements  at  the  Braintree  Sewage  works, 
the  recirculation  isystem,  was  completed  during  the  year.  The  resulting 
effluent  consistently  through  the  year  showed  a considerable  improvement 
over  the  past  years. 

At  Che  iBocking  Sewage  works  improvements  continued  under  contract. 
The  filters,  humus  tanks  and  primary  setiClement  tanks  were  completed,  but 
not  put  into  use.  The  last  part  of  the  contract,  the  pumping  stat  ons, 
was  commenced  near  Che  end  of  the  year  and  is  scheduled  for  completion 
in  1965. 

The  Suryeyor  is  responsible  for  the  sewage  works  and  1 am  grateful  for 
the  above  informa'tion  which  he  has  supplied. 

Results  of  samples  taken  by  the  Essex  Rivers’  Board  show'ed  a greatly 
improved  picture  for  the'  Braintree  .works.  Fifteen  samples  were  taken  of 
the  final  effluent,  ei^t  of  which  conformed  to  Che  Rivers’  Board'’s 
standard.  Five  were  satisfactory  with  regard  to  biological  oxygen  demand 
and  only  two  were  completely  unsatisfactory.  In  eleven  of  the  above  cases 
(samples  iwere  also  taken,  at  the  inlet  to  the  micro-strainer  and  decreases  of 
between  21%  and  74%  of  suspended  solids  and  between  6%  and 
62%  of  biological  oxygen  demand  were  noted. 

At  the  Bocking  works  seven  samples  were  taken,  six  of  which  were 
completely  unsatisfactory.  In  the  other  case  only  the  biological  oxygen 
demand  was  satisfactory. 

Throughout  the  year  a restriction  on  house  building  (has  been  in  force 
in  the  area_  draining  to  Che(  iBocking  works.  When  Che  improvements  are 
completed  it  is  anticipated  that  the  effluent  will  .be  much  improved  and 
the  ban  will  be  lifted. 

Both  the  sewage  iworks  will  then  be  adequate  for  the  present  needs  of 
the  district. 

One  house  previously  using  a pail  closet  (has  had  a bathroom  and  water 
closet  iTistalled  andi  connected  to  the  seiwer. 

Due  to  proi.<;ress!  in  the  clearance  programme  pail  closets  at  2 houses 
have  been  discontinued!  and'  four  houses  sharing  2 water  closets  no  longer 
share. 
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INSPECI  ION  OF  THE  DISTRICT 


(1)  Number  and  Nature  of  Inspections. 

During,  the  year  1964,  the  following  Lnsipcctions  were  made  by  the 
■Public  Health  Inspectors  to  the  premises  detailed:  — 


Nature  of  Inapeotions 

Primary 

Inspections 

Revisits 

Total  Visits 

Housing — Housing  Act 

23 

44 

67 

Housing — Public  Health  Act 

23 

40 

63 

Other  Visits — Housing  Act  ... 

74 

25 

99 

Other  Visits — Public  Health  Act 

114 

45 

159 

Improvement  Grants 

56 

171 

227 

Water  Supply 

13 

2 

15 

Water  Sampling 

27 

— 

27 

Notifiable  Diseases 

18 

7 

25 

Food  and  Drugs  Act 

115 

5 

120 

Food  Hygiene  Regulations 

45 

7 

52 

Ice  Cream  Premises 

5 

1 

6 

Ice  Cream  Sampling 

24 

— 

24 

Slaughterhouse  Hygiene  Regulations  ... 

37 

9 

46 

Slaughterhouse  Cruelty  Regulations  ... 

29 

3 

32 

Meat  and  Food  Inflection: — 

(a)  Slaughterhouses 

3705 

3 

3708 

(b)  Shops 

91 

1 

92 

(c)  Maiiets 

99 

— 

99 

Factories  Act  (Power) 

2 

3 

5 

Factories  Act  (Building  Sites) 

18 

3 

21 

Shops  Act 

23 

— 

23 

Drainage 

53 

13 

66 

Atmospheric  Pollution 

18 

12 

30 

Overcrowding 

1 

— 

1 

Caravan  Sites 

20 

9 

29 

Vermin  and  Insect  Pests 

17 

8 

25 

Rat  Infestations 

26 

5 

31 

Interviews  Owners /Builders 

64 

— 

64 

Knackers  Yard 

8 

— 

8 

Swimming  'Batlbs  ... 

50 

— 

50 

Swimming  Baths  Sampling  ... 

6 

— 

6 

Offices,  %ops  & Railway  Premises  Act 

44 

1 

— 

44 

Noise  Abatement  Act  

— 

1 

Dairies  & Milk  Distributors  

1 

— 

1 

Miscellaneous 

104 

4 

108 

Total 

4954 

420 

5374 
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(2)  NOTICES 


Defects  etc. 

Work  Done 

Sanitary  Defects  and  Nuisances 

Found 

or  Abated 

(a)  Housing 

Defective  roofs,  rainwater  pipes  etc. 

13 

14 

Other  external  defects  

6 

6 

Damp  walls  

4 

2 

Defective  sinks  

— 

2 

(b)  Drainage 

Choked  drains  and  W.C.’s 

103 

103 

Defective  drains  

1 

2 

Defective  isoil  pipes  or  vents 

— 

1 

Old  drains  test^  

— 

1 

(c)  General 

Defective  W.C.'s  and  W.C.  structures 

4 

5 

Houses  with  defective  dustbins 

7 

4 

Offensive  accumulation 

2 

1 

Vermin  infested  Houses  

1 

1 

Contraventions  of  Factories’  Act  ... 

2 

6 

Other  nuisances  

1 

2 

Notices 

Notices  Abated 

Served 

Informal  

. 29 

33 

Statutory  

2 

2 

HOUSING 

Forty  houses  (were  comipleiled  by  the  Council  during  1964  and  a further 
sixly-one  privately. 

Oearance  Areas 

During  the  year  a clearance  area  of  fourteen  houses  in  East  Street  was 
declared  and'  a clearance  order  made  which  was  confirmed  without 
modification  by  the  Minister. 

Individual  Unfit  Houses 

Undertaikings  not  to  let  in  lieu  of  Demolition  Orders  were  accepted 
in  respect  of  three  bouses.  Nine  bouses,  subjects  of  Demolition  Orders, 
were  demodisbed  during  the  year. 

Re-Housing 

Five  families  were  re-'housed:  from  houses  subject  to  Demolition 
Orders  and  undertakings  in  1964. 

Repair  of  Houses 

Sixteen  bouses  were  made  fit  as  a result  of  informal  action  under  the 
Housing  Act  and  Public  Health  Act. 

Improvement  Grants 

During  the  year  there  were  forty-five  applications  for  improvement 
grants.  Eleven  Discretionary  Grants  were  made  for  improving  houses 
and  two  applications  were  refused.  Thirty-one  Standard  Grants  were  made 
and;  one  refused  on  the  ground  that  the  property  did  not  have  15  years’ 
life.  In  addition  one  application  was  made  and  granted  for  a supplement 
to  a discretionary  grant. 

In  one  case  further  repairs  were  required  and  made  a condition  of 
grant. 

The  Council  aipproved  a total  of  £2,870  for  Discretionary  Grants  and 
a maximum  of  £3,972  for  Standard  Grants.  This  amounted!  to  an  annual 
charge  on  the  rates  of  £62  for  Discretionary  Grants  and  a maximum  of 
£88  for  Standard!  Grants. 
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THE  OFFICES,  SHOPS  AND  RAILWAY  PREMISES  ACT,  1963 


The  provisions  of  this  important  Act  commenced  on  the  1st  August, 
1964.  and  in  conjunction  with  the  Regulations  made  by  the  Minister  oi 
Labour,  govern  the  health,  welfare  and  safety  of  workers  in  the  premises 
covered  by  the  Act. 

For  three  months  prior  to  the  commencement  of  the  Act  employers 
were  required  to  register  their  prem'ses  details  of  which  are  given  overleaf. 
It  was  estimated  that  some  250  premises  were  registerable,  and:  whilst  it  is 
likely  that  some  premises  will  be  exempli  from  registration,  there  would 
appear  to  be  a fair  num^ber  still  to  be  registered. 

One  inspector  has  been  appointed  responsible  for  the  enforcement  of  this 
Act  and!  one  other  memiber  qf  tihe  staff  is  engaged  for  most  of  his  time  on 
work  in  connection  with  this  Act.  A systematic  inaction  of  premises 
has  been  commenced  whereby  all  prem'ses  wiU  be  visited  and  those  which 
have  not  been  registered  will  be  required  to  do  so. 

During  1964,  a total  of  forty-four  visits  of  all  kinds  wCTe  made  to 
various  premises,  no  appl'cations  for  exemption  were  received  and  no 
prosecutions  were  instituted. 
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Total  females 


FACTORIES  ACTS,  1961 

(1)  INSPECTIONS  for  purposes  of  provisions  as  to  health  (including 
inspections  made  by  Public  Health  Inspectors). 


Number  of 

Premises 

Number  on 

Register 

Inspections 

Written 

Notices 

Occupiers 

Prosecuted 

(i)  Factories  in  which  Sec- 
tions 1,  2,  3,  4 and  6 
are  to  be  enforced  by 
the  Local  Authority 

9 

_ 

(ii)  Factories  not  included 
in  (i)  in  which  Section 
7 is  enforced  by  the 
Local  Authority 

96 

5 

2 

_ 

(iii)  Other  Premises  in 

which  Section  7 is  en- 
forced by  the  Local 
Authority  (excluding 

out-workers’  premises) 

36 

21 

Total 

141 

26 

2 

— 

(II)  Cases  in  which  DEFECTS  were  found:  — 


Particulars 

Number 
of  cases 
in  which 
prosecu- 
tions 
were 
instituted 

Found 

Remedied 

Referred 

To  H.M. 
Inspector 

By  H.M. 
Inspector 

Want  of  cleanliness  (S.l.) 

_ 

— 

— 

— 

— 

Overcrowding  (S.2.) 

— 

— 

— 

Unreasoi^ble  temperature 

(S.3.) 

— 

— 

Inadequate  ventilation  (S.4.) 

— 

— 

Ineffective  drainage  of 

floors  (S.6.) 

— 

— 

Sanitary  conveniences  (S.7.) 

(a)  Insufficient 

— 

— 

(b)  Unsuitable  or  defective 

2 

5 

2 

(c)Not  separate  for  sexes 

' 

Other  offences  against  the 

/ 

Act  (not  including  offeaices 

relating  to  outwork) 

Totals 

2 

5 

— 

2 

— 
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Outworkers 

There  are  nine  outworkers  m tihe  District,  all  engaged  in  the 
making  of  wearing  apparel.  No  oontraveataons  of  Sections  133  and 
134  were  observed. 

Shops  Act 

Nineteen  visits  were  made  to  various  shops  under  this  Act.  It  is 
anticipated  that  aiLl  shops  will  be  inspected  under  the  Offices,  Shops 
and  ^ilway  Premises  Act  when-  the  provisions  of  the  Shops  Act  relating 
to  closing  hours  and  the  employment  of  young  persons  wiiU  be  borne 
in  mind.  Several  enquiries  relating  to  closing  hours,  half-day  closing 
and  young  persons  were  dealt  with  by  interview. 

Atmospheric  Pollution 

The  daily  volumetric  smoke  and  sulphur  instrument  continued 
to  operate  as  part  of  the  National  Survey. 

N'o  decision  has  yet  been  made  with  regard  to  the  formation  of 
a Smoke  Control  Area.  Further  investdgationi  is  to  be  made  to  ascertain 
whether  there  is  a marked'  degree  of  pollution. 

Three  applications  for  the  approval  of  the  installation  of  a boiler 
under  the  Clean  Air  Act  were  made,  two  were  granted  and  one  is 
pending  whilst  negotiations  are  made  to  secure  an  adequate  chimney 
height. 

Moveable  Dwellings 

Two  permanent  sites  and  one  holiday  site  were  licensed  during 
the  year  together  with  a single  caravan  on  Council  owned  land  which 
does  not  require  a licence.  Of  the  permanent  sites  one  is  for  a single 
caravan. 

Common  Lodging  Houses 

There  are  no^  common  lodging  houses  in  the  district 


SWIMMING  POOLS 

The  two  open  air  swimming  pools  and  the  open  air  school  in- 
struction pool  continued  in  operation  during  the  year. 

The  privately  owned  pool  was  not  open  for  the  whole  season. 
When  it  opened  some  trouble  was  experienced  with  algae,  advice  was 
given  and  the  water  eventually  cleared.  The  water  was  at  each  visit 
checked  for  dhlorine  and  found  suitable  for  bathing  in  spite  of  the  im- 
paired clarity. 

Strict  control  is  maintained  during  the  season  and  56  visits  were 
made  to  the  three  pools  when  field  tests  for  available  dhlorine  were 
made  and  samples  taken. 

Two  samples  for  bacteriological:  examination  and  one  for  chemical 
examination  were  taken  from  the  privately  owned  pool  in  each  case 
wiith  satisfactory  results. 

Two  samples  for  bacteriological  examination  taken  from  thei 
Council  i>ool  were  reported  as  being  satisfactory. 

One  sample  for  bacteriological  examination  was  taken  from  the 
School  pool  with  a satisfactory  result. 

The  Council  ipool  is  opened  for  spwial  instruction  sessicwis  for  school 
children  from  Braintree  and  sunxnmding  areas. 
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INSECT  PESTS 


The  occupiers  of  pnivate  slaughterhouses  were  advised  and  assisted 
regarding  fly  control  and  premises  were  kept  under  surveillance. 

Advice  and  assistance  were  also  given  to  occupiers  regarding  ants, 
bugs,  crickets,  cockroaches  and  other  p^ts  in  respect  of  17  premises. 
In  addition  the  Rodent  Curator  dealt  with  20  wasps  nests  and  9 mole 
infestations. 

Some  powder  dusti^  was  carried  out  at  the  refuse,  tip  which  was 
inspected  from  time  to  time  but  no  heavy  infestation  was  observed. 


Disease  of  Anamals  (^aste  Foods)  Order,  1957 

The  licence  for  one  plant  for  the  steriilization  of  waste  foods 
operating  in  the  area  was  renewed  during  the  year. 


Steaai  Disinfector 

This  apjxaratus  was  not  used  during  the  year. 


Pet  Animals  Act,  1951 

Three  licences  to  keep  pet  shops  were  renewed  during  the  year. 


Rodent  Control 

The  services  of  a full  time  rodent  operator  were  again  shared 
with  neighbouring  authorities. 

The  work  done  during  the  year  was  as  follows:  — 

Total  number  of  inspections  and  re-inspections  ...  771 

Number  of  properties  found  to  be  infested  and  treated  : — 

Major  9 

Minor  367 

Mice  26 

Number  of  block  control  schemes  carried  out  ...  6 

During  the  period  covered  by  this  report,  your  Council  continued 
the  free  treatment  of  domestic  premises  and  the  treatment  of  business 
premises  upon  a diargeable  basis. 


Legal  Proceedings 

Two  cases  were  prosecuted  during  the  year,  including  one  carried 
over  from  1963,  both  concerning  foreign  bodies  in  food.  The 
were  heard  in  the  Braintree  court  and  in  each  instance  a fine  ot  ±.5 
and  costs  was  imposed. 
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inspection  and  supervision  of  food 

During  tihe  year  three  cases  of  foreign  hodies  in  food  were  dealt 
with,  one  by  successful  prosecution  of  the  offender  and  two  by  warning 
letters. 

Ice  Cream 


Two  local  manufacturers  and  their  premises  were  registered  for 
manufacture,  storaige  and  sale  of  ice  cream  and  one  premises  was 
registered  for  the  manufacture  and  sale  of  soft  ice  cream. 

N'inety-eight  certificates  of  registration  were  in  force  covering 
vendors  of  dee  cream  retailing  from  shops  and  mobile  vans  in  the  area. 
A few  vendors  re^stered  elsewhere  in  the  County  of  Essex  also  operated 
■in  the  Council’s  district. 


Twenty-four  samples  of  ice  cream  were  submitted  for  the  methylene 
blue  reduction  test  with  the  following  results': 


Manufactured  in  District 
Nine  in  Provisional  Grade  I 

Three  in  Provisional  Grade  II 

One  in  Provisional  Grade  III 
Four  in  Provisional  Grade  IV 


Manufactured  outside  District 

Three  in  Provdsionail  Grade  1 

One  in  Provisional  Grade  II 

Three  in  Provisional  Grade  111 

Nil  in  Provisional  Grade  IV 


It  is  disappointing  to  see  that  one^third  of  the  results  were  graded 
in  the  lower  half.  The  piiemises  were  inspected  where  appropriate, 
advice  given  and  an  improvement  effected. 


Meat 


All  animals,  including  horses,  slaughtefed  in  the  CounciTs  area 
were  inspected. 


Throughout  the  year  the  Council  made  a charge  for  the  inspection 
of  all  meat  in  accordance  with  the  Meat  Inspectoon  Regulations  1963. 


In  order  to  implememt  fully  the  provisioos  of  these  Regulations 
with  regard  to  inspection  procedure  the  Council  approved  the  appoint- 
ment of  a meat  inspector.  Until  this  post  was  filled  in  spite  of  the 
fact  that  every  carcase  was  seen,  it  .was  not  always  possible  to  stamp 
the  meat  as  inspected  in  accordance  with  the  Regulations. 

The  routine  of  inspection  is  now  so  arranged  that  each  carcase  is 
stamped. 


Horseflesh  slaughtered  for  human  consumption  in  the  Urban 
District  is  sold  outside  the  Council’s  area. 
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Tlte  following  sets  out  the  particulars  of  animails  slaughtered  and  of 
inspections  and  condemnations  during  the  year:  — 


Cattle  Sheep 

excluding  Cows  Calves  and  Pigs  Horses 


Number  Killed  

Cows 

3688 

559 

73 

Lambs 

5109 

21135 

830 

Number  Inspected  

3688 

559 

73 

5109 

21135 

830 

All  Diseases  except  Tuberculosis  and 
Whole  carcases  condemned  3 

CysticercOb._ . 
13  4 

1 

13 

1 

Wei^t  in  lb.  condemned 

906 

6045 

88 

50 

1251 

1000 

Carcases  of  which  some 
pant  or  organ  was  con- 

demned  

274 

145 

5 

19 

1131 

35 

Weight  in  kb.  condemned 

3555 

1756 

16 

54 

3801 

654 

Percentage  affected’  

7.5 

28.2 

12.3 

0.4 

5.4 

4.3 

Tuberculosis  only:  — 

Whole  carcases  condemned 

— 

— 

— 



2 

— 

Weight  in  lb.  condemned  ... 

— 

— 

— 

— 

254 

— 

Carcases  of  which  some 
part  or  organ  was  con- 

demned  

1 

— 

— 

— 

243 

— 

Weight  in  lb.  condemned' 

5 

— 

— 

— 

2058 

— 

Percentage  affected  

0.03 

— 

— 

— 

1.2 

— 

Cysticcrcosis : — 

Carcases  of  which  some 
part  or  organ  was  con- 

demned  

34 

5 

— 

— 

— 

— 

We^t  in  lb.  condemned 

687 

115 

— 

— 

-- 

— 

Carcases  submitted  to  treat- 

merit  by  refrigeration  ... 

1 

— 

— 

— 

— 

— 

Generalised  and  totally 

condemned  

— 

— 

— 

— 

— 

— 

Percentajge  affected  

0.9 

0.9 

— 

— 

— 

— 

Each  slaughterhouse  occupier  was  responsible  for  the  satisfactory 
disposal  of  all  condemned  meat  and  offal.  Supervision  by  your  inspectors 
ensure  that  tb's  method  provides  adequate!  safeguards  to  iPublic  Health. 


Slaughter  of  Animals’  Act 

Nineteen  licences  to  act  as  a slaughterman  were  renewed  during  the 
year,  five  of  these  licences  were  extended  to  include  the  slaughter  of  horses. 
Three  new  lienees  were  also  issued  each  ca.se  including  a probationary 
period  of  six  months. 
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Other  Foods 


As  a result  of  inspections  carried  out  at  food  shops  and  food 
preparing  premises  in  the  district,  the  following  items  were  surrendered  as 
unfit  for  human  consumption  during  the  year:  — 


Tinned  Fish 

9 

Tinned  Apricots 

15 

Tinned  Pinieappde 

69 

Tinned  Peaches 

76 

Tinned  Pears 

55 

Tinned  Fruit 

583 

Tinned  Beans 

19 

Tinned  Tomatoes 

55 

Tinned  Peas  

75 

Tinnied  Carrots 

13 

Tinned  Vegetables 

8 

Milk  and  Cream 

19 

Tinned  Ham  & 

Stewed  Steak 

24 

Shoulder  Bacon  . . . 

420 

Chopped  Pork  and 

Tinned  Ox  Tongue  ... 

20 

Pork  Loin 

125 

Jellied  Veal  

123 

Tinned  Corned  Beef 

231 

Tinned  Pork  Luncheon 

Frozen  Ox  Kidneys  ... 

28 

Meat 

10 

Frozen  Rabbits 

30 

Frozen  Foods 

269 

Sultanas  

50 

Bacon  

25 

Prunes  

40 

Ourfants  

20 

Ja^  

10 

Pears  

190 

Miscellaneous 

79 

Cheese  

72 

Total  — 2,762  Ib. 


Food  Preparing  Premises 

The  number  of  Premises  totalling  192  where  food  is  prepared, 
stored  or  retailed  is  as  follows:  — 


Hotels  and  Licensed  Premisies  ...  ...  47 

Restaurants  (indiuding  snack  bars)  ...  13 

Works  Canteens  10 

School  Canteens  10 

Butchers  14 

Slaughterhouses  5 

Food  Manufacturing  Premisies  ...  ...  ...  ...  1 

Wet  and  Dried  Fish  Shops 8 

Ice  Cream  Manufacturers  2 

Dairies  2 

Grocers  42 

Greengrocers  ...  g 

Bakehouses  ...  g 

'Bread  and  Cake  Confectioners  4 

Other  Food  Shops  ...  ...  ...  ...  14 

Hospitals,  etc  ...  ...  4 


are 


Of  these  numbers,  shops  dealing  with  more  than 
classified  once. 


one  of  these  items 


26 


Food  Hygiene  Regulations 

Dunng  1963  and  1964  a total  of  112  visits  were  made  under  the 
Food  Hygiene  (General)  Regulations,  1960. 

Dctaib  of  contraventions  found  andi  remedied  are  as  follows:  — 


Regulation 

Contraventions 

Found 

Remedied 

6. 

Cleanliness  of  Eqtiipmeint  

— 

2 

8. 

Food  to  be  protected  from  the  risk  of 

contamination  

— 

1 

14. 

Sanitary  Conveniences  

— 

2 

16. 

Wash  Hand  Basins  

— 

5 

17. 

First  Aid  Materials  

— 

1 

18. 

Accommodation  for  Clothing  

— 

1 

19. 

Provision  of  Sinks  

— 

3 

20. 

Lighting  of  Food  Rooms  

1 

1 

23. 

Cleanliness  and  repair  of  Food  Rooms 

2 

5 

24. 

Refuse  Accommodation  

1 

— 

Sampling  of  Food  and  Drugs 


The  provisions  of  the  Food  and  Drugs  Act,  1955,  relating  to  the 
sampling  of  food)  and  drugs  are  administered  by  tihe  Weights  and  Measures 
Department  of  the  Essex  County  Council.  The  Chief  Inspector  of  that 
Dei^rtment  has  kindly  supplied  the  following  details  of  the  samples  taken 
during  the  year:  — 


Butter 2 

Cream  1 

Coffee  Mixtures  ...  2 

Plain  Flour  ...  ...  1 

Self  raising  Flour  ...  1 

Ice  Cream  4 

Jelly  1 

Margarine  2 

Marmalade  1 

Preserves  1 

Condensed  Milk  ...  1 


Sausages  3 

Ground  Almonds  ...  1 

Beverages  1 

Ck>ndiments  ...  ...  2 

Dru;^  5 

Fruit  Juice  1 

Ginger  1 

Lard  3 

Tinned  Fisb  2 

Tinned  Vegetables  ...  1 


Total  — 37  samples. 


In  addition  to  the  above,  thie  following  samples  were  taken  at  the 
premises  of  wholesalers  outside  the  Urban  District  who  supply  the  shops 
within  the  district:  — 

Butter  2 Sausages  4 

Coffee  Mixtures  ...  1 Cook^  Meats  ...  4 

Jelly  2 Confectionery  ...  1 

Margarine  1 Dried  Fauit  3 

Soft  Drinks  1 Herbs  1 

Buttered  Sweets  ...  7 'Lard  I 

Total  — 28  samples. 
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All!  tJie  above  samples  were  found  on  analysis  to  be  satisfactory, 
with  the  ejtception  of  one  ice  cream  sampde  which  was  found  to  be 
deficient  in  fat.  Proceedings  were  instituted  under  the  Food  and  Drugs 
Act,  1955  and  the  Pood  Standards  (Ice  Cream)  Regulations.  1959.  The 
case  was  proved  at  Braintree  Court  and  a fine  of  £15  was  imposed 
together  with  costs  of  £4  8s.  6d. 

In  addition  59  samples  of  rmlk  (inoluding  six  at  schools,  twelve  at 
hospitals  and  two  from  wholesalers  outside  the  district)  were  taken.  These 
were  all  satis^tory,  although  in  one  case  where  the  overall  fat  content 
of  a consignment  of  milk  from  a farmer  to  a dairy  was  satisfactory  it 
was  found  that  some  of  the  individual  chums  contained  milk  which  .was 
low  in  fat.  This  matter  was  drawn  to  the  attention  of  the  farmer  for  his 
information. 
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